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E.O. 11652:N/A 

TAGS: ECOSOC 

SUBJECT: 63RD ECOSOC ILLICIT PAYMENTS 

REE: GENEVA 5591 

1. ABUAH IS MISTAKEN. WORKING GROUP DECIDED TO BRACKET 
III.5. THERE WAS NO DISCUSSION OE SECTION IIL5 

ANY TIME AFTER ADJOURNMENT. 

2. AT LAST SESSION, FELDMAN ASKED THAT SECTION 11.2 ALSO BE 
BRACKETED. AFTER DISCUSSION IN WORKING GROUP, CHAIRMAN 
ASKED RAPPORTEUR AND SECRETARIAT TO REVIEW RECORD TO 
DETERMINE WHETHER SECTION II.2 HAD BEEN BRACKETED WHEN IT 
WAS DISCUSSED EARLIER IN THE WEEK. LATER RAPPORTEUR 
CALLED FELDMAN TO SAY RECORD WAS NOT CLEAR. AFTER DISCUSS- 
ION WITH HIM AND ABUAH, EELDMAN AGREED THAT IN PARA 11.2 
BRACKETS COULD BE PLACED AROUND "IN CONTRAVENTION OF UN 
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RESOLUTIONS." ABUAH THANKED EELDMAN FOR THE "GESTURE." 

3. THERE IS LITTLE BASIS FOR MISUNDERSTANDING BECAUSE SEC 
(MAZOURIS) CALLED FELDMAN TO CONFIRM REPORT AS ABOVE FROM 
ABUAH. FELDMAN SIMPLY SAID ABUAH IS CORRECT. VANCE 
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